The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

OEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY. MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



11/18/2011 


Erik Bemiett 

Assistant District Attorney, Suffolk County 


Dear ADA Bennett, 

Enclosed is tlie information you requested in regards to Commonwealth vs. 
^^^^^biclucled are copies of the following: 

1. Curriculum Vitae for Annie Dookhan and Della Saunders. 


2. Dmg Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples # 

Annie Dookhan was the custodial chemist and perfomied the preliminary testing and net weiglit for 
tliis sample. Della Saunders was the confmnatory chemist and analyzed the GC/MS data for this 
sample. 

If you have any questions about these materials, please call me at the number below. 


Sincerely 



Aimie Dooklian 
Chemist 

Dmg Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6622 
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Curriculum Vitae 


Annie Khan (Dookhan) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist L II . Massachusetts Department of Public Health, Drug Analysis Laboratory 

*Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

* Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

*Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws. 

♦Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

♦Maintenance and repairs of all analytical instruments. 

♦Responsible for the Quality Control of all analytical instruments, reagents and controls/standards, 

♦ Responsible for the Quality Control/Quality Assurance program for the drug lab. 

♦Notary Public. 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001-2003 

OC Analyst 1.11. UMMS-Massachusetts Biologic Laboratory, QC Material Control 

♦Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Qualify Assurance Department. 

♦Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department. 

♦Routine QC testing of products for the FDA. 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

♦Complete testing of chemicals for Vendor Validation Project for the FDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

FTIR course with Spectros. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAPS) 


Curriculum Vitae 


Della Saunders 
Education: 

Boston University Boston, MA. Bachelors of Arts in Chemistry 1982 
Experience: 

1985-present: Currently Chemist HI Massachusetts Department of Public Health Drug 
Analysis Laboratory at State Laboratory Institute Boston, IsfA, Responsible for analyzing 
unknown substances submitted by Massachusetts law enforcement agencies; operating, 
maintaining, and interpreting data from analytical equipment (analytical balance, 
microscope, gas chromatogram, ultraviolet spectrometer, infrared spectrometer, gas 
cliromatogram/mass spectrometer); training junior level chemists; providing expert 
testimony to local, state, and federal courts in the Commonwealth of Massachusetts. 

1984-1985: Laboratory Technician in the Media Laboratory at State Laboratory Institute 
Boston, MA. Responsible for making chemical reagents and media plates; operating and 
maintaining laboratory equipment (autoclave, pH meter, ultra-violet hood), and collecting 
safety data for laboratory protocols. 

Training: 

1985: Six week training with Senior Staff at Massachusetts Department of Public Health 
(MDPH) Drug Analysis Laboratory Boston, MA. Appointed Assistant Analyst MDPH 

1987: One week training course in drug analysis given by the Federal Drug Enforcement 
Agency (DEA) McLean, VA. 

1992: Training in Gas Chromatograph/Mass Spectroscopy (GC/MS) Hewlett Packard 
(Agilent) 

1996: Training in Foiuier Transform Infra-Red Spectroscopy ETA (Analect) 

2001: Expert Witness Workshop National Laboratoiy' Training netwmk Quality 
Assurance/Quality Control Training (MDPH) 

2002: Techniques of Supervision Training (MDPH) 

1999: Notary Public Commonwealth of Massachusetts 



To be completed by ECU personnel only 


Name and Rank of Submitting Officer 


Received by 


BPO Form 0038-BtS-0907 (prev. 1753) 





ECU Contro! # 


Folk OIG PRR 028015 







Date Analyzed: MAY g 2011 


City: Boston D.C.U. Police Dept 

Officer: P.O. Diana Lopez _ 

Def: 

Amount: 

No, Cont: 2 Cont: pb 

Date Rec'd: 03/23/2011 
Gross Wt: 2,24 


Subst: SUB 


No. Analyzed: ^ 

Net Weight: 

# Tests: . 


Prelim: 


Date Analyzed: % 6 20JI 

City: Boston D.C.U, Police Dept. 

Officer: P.O. Diana Lopez 
Def: 

Amount: 

No. Cont: i Cont: pb 

Date Rec'd: 03/23/2011 No. Analyzed: 

Gross Wl.: 4.43 NetWei 0 hl: 




Prelim; 

c 


# Tests: \cv' 5 >c> 


Findings: 






Date Analyzed: lHAY % g 2011 
City: Boston D.C.U. Police Dept. 

Officer: P.O. Diana Lopez 
Def: 

Amount: 4.0 Subst: TAB 

No. Cont: 1 Cont: pb 

Date Rec'd; 03/23/2011 No. Analyzed: 

Gross Wt.: 2.54 Net Weight: 



Prelim: Clor\ccL4.'^cro^^ 


Findings: 
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DRUG POWDER ANALYSIS FORM 



Froehde's__ OTHER TESTS 

Mecke's 


PRELIMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 


RESULTS 


&cxx\ 


RESULTS 


COCCc.^ 


DATE 




MS 

OPERATOR _ 
DATE 


v| 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE M 

No. of samples tested: 


AGENCY, _ ANALYST Irf LI 

Evidence Wt O K, 


PHYSICAL DESCRIPTION: 

fi' 

(psiMr i'dljcs 



Gross wt (l^y 
Gross wt ( ); 


Pkg. Wt 



”"\TC*.vrsvn.t^ uC>\ V'tL-L- 

.. . .. ■. ; . .^... _.. T , - 

PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) _ 

M arq uis_ 

Froehde's __ 

Mecke’s 


Mlcrocrvstalllne Tests 
Gold 

Chloride__ 

tltax_j_ 

OTHER TESTS 

^^/tOrcViyrf, ~V C_ Cjr^ 


PRELIMINARY TEST RESULTS 
RESULTS Oerviia . 

date S f 0. I lO {\ 


GC/MS CONFIRMATORY TEST 
RESULTS r'VoOr,. l.tf 1^ ei*«v^ 
MS 

OPERATOR Ties _ 

DATE S-Xio~'^\ 


Revised 7/2005 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 

Page 1 of 1 


POISINDEX® Product List 



Clonazepam 


Regulatory-Status: 

Schedule IV 


Ingredients 



Active-Ingredient: 

Clonazepam -1 MG 


Excipients: 

Lactose (Monohydrate} 

Magnesium Stearate 

Cellulose, Microcrystalline 

Povidone 

Water, Purified 

Starch, Corn 

D&C Yellow No. 10 Aluminum Lake 

FD&C Blue No. 1 Aluminum Lake 


Availability & Manufacturing 


Availability: 

United States 


Avaliable-Container- 

Slzes: 

Bottle of 100; Bottle of 1000; Bottle of 500 


Contact: 

leva Pharmaceuticais 


Product ID: 

7150694 


AAPCC Code: 

007000 - Benzodiazepines 


Registry Numbers: 

NDC 00093-0833-93 

NDC 00093-0833-10 

NDC 00093-0833-05 

NDC 00093-0833-01 


Physical Description 



Imprints: 

833 " This tablet is debossed with 833 above the scored line and TEVA on the 
unscored side 

TEVA 

Form: 

Oral Tablet 


Color: 

Green 


Shape: 

Circle 


© 1974- 2011 Thomson Reuters. All rights reserved. 



l\'\ .-1 /I -i *■4 ll-f A ^ T5 lA-f T5 T r 

c/oo/om 1 
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PHYSICAL DESCRIPTION: 


Gross Wt ( ) 


k Gross wt ( ) 

Pkg.Wt 

/ iQif^ /^prtA'(^ NetWt 

erw (oOt^ t>y dcs 


O. S ^o> 



PRELIMINARY TESTS 
Spot Tests 




MlcrocrvstaUlne Tests 



PRELIMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 


RESULTS 


DATE 




RESULTS cr 

MS 

OPERATOR 

DATE 


Revised 7/2005 
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MICROMEDEX(S) Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Clonazepam 


Regulatory-Status: Schedule IV 
Ingredients 

Active-Ingredient: Clonazepam -1 IVIG 

Excipients: Lactose (Monohydrate) 

Magnesium Stearate 
Cellulose, Microcrystailine 
Povidone 
Water, Purified 
Starch, Corn 

O&C Yellow No. 10 Aluminum Lake 
FD&C Blue No. 1 Aluminum Lake 

Availability & Manufacturing 


Availability: 

Available-Container- 

Sizes: 

Contact: 

Product ID: 

AAPCC Code: 

Registry Numbers: 


United States 


Bottle of 100; Bottle of 1000; Bottle of 500 


leva Pharmaceuticals 
7150694 


007000" Benzodiazepines 

NDC 00093-0833-93 
NDC 00093-0833-10 
NDC 00093-0833-05 
NDC 00093-0833-01 


Physical Description 

imprints: 833 - This tablet is debossed with 833 above the scored line and TEVA on the 
unscored side 
TEVA 


Form: Oral Tablet 
Color: Green 
Shape: Circle 


© 1974- 2011 Thomson Reuters. All rights reserved. 


hftr>7/www fhnmsnnhr.com/lics/librarian/PFDefaultActionTd/nf.Print'Readv 


sm/?.ni 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


D:\SYSTEM4\05_24_11\789425.D 

DCS 

24 May 2011 17:43 

COCAINE STANDARD 

25 

DRUGS 

RTE 


Abundance 

' 700QQO- 

i 6000001 
I 

i 500000] 
i 400000^ 
i 3000001 

; 200000I 

j ; 

! 100000 ^ 

I , , . ; 

nrime--> 2.00 2.50 3.00 



TfC: r8g?25.D' 


i 


i 


3.50 4.00 4.50 5.00 5.50 6.00 6,50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.609 

713610 

100.00 

100.00 


789425.D 


Fri Nov 18 10:16:04 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

D:\SYSTEM4\05 24 ll\789425.D 



Operator 

DCS 



Date Acquired 

24 May 2011 17:43 



Sample Name 

COCAINE STANDARD 



Submitted by 




Vial Number 

25 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries; C:\DATABASE\SLI 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS# 

Qual 


4.61 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 

i 

! 80 


60 


401 


! 20- 

\ 


■ i 51 

1 0^ 

^ . r44vT-‘V- 

mfz-> 

40 50 


82 


Average^4;5B8 (o'4^2 min.: 7H9425.0 (-) 
182 


94 


105 


68 


ij 122 

136 

: ...i lul' !T:? :J:.. 


152 


166 


198 

: 207 222 


303 


272 

245 259 i 281 


Abundance 


80^ 


8^ 


#2¥:'C“0'CAINE- 


182 


6o: 


40 


94 


105 


20 i 42 


; ' 51 

68 1 i 

1 ; : 

i ! i 

' -1 i’. 


ti .■■■-74^' 


122 

; 114 I 135 


i 198 


214222 244 269 


272 


303 


Wz-> 40 60 60 7 b 80' Oo^lbo 110 120 130 l4o 15o"l6o' 170 18o’ 190 200 2i0 220 2^0 240 2^0 260 270 28o' 290 300 

Page 2 


789425 .D 


Fri Nov 18 10:16:04 2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D;\SYSTEM4\05_24_11\789426.D 
DCS 

24 May 2011 17:56 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance 


1000^ 


, 800! 


600 


400' 

! 

O 

O 

i i ^ 



Time-> 2.00 

2.50 3.00 3.50 4.00 


TfC:7B9426.Cr 



4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


789426.D Fri Nov 18 10:16:08 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\05_24_11\789427.D 
DCS 

24 May 2011 18:10 


ASD 

27 

DRUGS 

RTE 


! i 

I 8000001 


2.73 


4161 


T!C: rs-g427:D 


600000- 

400000! 

1 

200000 ; 


frime-> 2.00 2i6 3.00 

3,50 ’ 4.00 ’ 4.50 ’ ^6 

6.60 ^ ' i 'oo ' 

6.50 7.00 7.50 8.06 ' 8.50 9.66 9.50 | 

Ret. Time 

Area 

Area % 

Ratio % 

2.732 

1074977 

52.45 

100.00 

4.610 

974584 

47.55 

90.66 


789427.D Fri Nov 18 10:16:45 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : D:\SYSTEM4\05_24_11\789427.D 

Operator : DCS 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 27 

AcquisitionMeth: DRUGS 
Integrator : RTE 



Search 

Libraries: C:\DATABASE\SLI 

C:\DATABASE\PMW TOX2.L 

C;\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


1 2.73 C:\DATABASE\NIST98.L 


Phenacetin 

000062-44-2 

98 

Phenacetin 

000062-44-2 

97 

Phenacetin 

000062-44-2 

97 


Abundance 


80 i 


Tiverage ^2T7001o 2.Wmln::^ {-) 

1(j>8 


60; 


40 


20 


0*: 


179 


137 


43 


53 


65 

ji.i,....,. 


80 

91 

Ji 120 

'ab 

9b ' 

166 il 6 ’ lio ’ 130 


,^jl_ 150 163 


180 


Abundance 


80 i 


~MWS07: PhenacefifT 

19 a 


179 


60^ 


40 


20 i 


0^ 


137 


43 


15 


27 


53 


37, 


80 

65 li 

uL.. 74.,i: 


!i 


92 


102 


122 131 J; 150 161 


m/z-> 10 20 ' 30 40 50' 60 ’ 70 8'0 90 100 110 ' 120 130 Uo 150 ' 1^0 l70 ’ \ko 

789427.D Fri Nov 18 10:16:45 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

D:\SYSTEM4\05 24 ll\789427.D 



Operator 

DCS 



Date Acquired 

24 May 2011 18:10 



Sample Name 




Submitted by 

ASD 



Vial Number 

27 



AcguisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NISf98.L 



PK# RT 

Library/ID 

CAS# 

Qual 


4.61 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


801 


60 i 


82 


Awage-^fXSSSlo 4:r3“1 min.: 

182 


40: 


20 


^ 105 




IM 

M ’V 68 ' l ,1 

[ 122 

i 1 i 135 

T i 

198 

I, ^ 214 

303 

272 1 

242 259 : 281 I 


■ni/z-> 40 


Abundance 


82 


WCOCAIR^ 


80! 


60^ 


182 


40i 


20 i 


42 


51 


94 


68 


105 


m/Z”> 40 


122 

II 4 J 135 166 


198 


.Iv' 


214222 244 259 


272 


303 

I 


50 60 7'0 80 90 100 110 120 130 140 160 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


789427.D Fri Nov 18 10:16:46 2011 Page 3 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D;\SYSTEM4\05_24_11\789428.D 
DCS 

24 May 2011 18 : 23 

BLANK 

1 

DRUGS 

RTE 



n-ime-> ° 2.00 2.fe0 3.bo 3.50 4,00 ' 4.50 5.00 5.50 6.00 6.50 T .oF 7. 50 8.6o 8.50 9.00 9.b6 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


789428.D 


Fri Nov 18 10:16:50 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name ; D:\SYSTEM4\05_24_ll\789429.D 

Operator : DCS 

Date Acquired : 24 May 2011 18:37 

Sample Name : BLANK 
Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS 
Integrator : RTE 



Time-> ° 2.00 2ho 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.bo ' 7.00 ' 7.50 8.00 8.50 9.00 9.50 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


789429.D Fri Nov 18 10:16:56 2011 Page 
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Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

D:\SYSTEM4\05_24_11\789430.D 

DCS 

24 May 2011 18:50 

COCAINE STANDARD 

30 

DRUGS 

RTE 


Abundance 
■ 800000: 

! : 

j 6000001 

; 400000! 


4161 


TrC:TS9T3TfT) 


200000 , 


Time-> 2.00 2.50 

3.00 3.50 ’ 4.00 4.50 5.00 

5.50 

6.00 

6.50 7.00 7.5o 8.00' 8.50 9.bo' 9.^0 ' ' ' 






Ret. Time 

Area 

Area 

% 

Ratio % 

4.610 

740551 

100 . 

00 

100.00 


789430.D Fri Nov 18 10:17:00 2011 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

D:\SYSTEM4\05 24 11\789430.D 



Operator 

DCS 



Date Acquired 

24 May 2011 18:50 



Sample Name 

COCAINE STANDARD 



Submitted by 




Vial Number 

30 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS# 

Qual 


4.61 C:\DATABASE\SLI.L 
COCAINE 


AbundaRce 


80 


82 


000050-36-2 99 


Average of 4.5891o 4.T00 mlh":78M3"0.D {-) 
182 


601 

40i 

20 i ^2 


94 


51 


'nVz-> 40 


68 


105 


166 

I 


198 


272 


303 

I 


^ 122 

i 152 

J|j114 J 135^ . ^ .^ ^ 

50 60 70 80 90 100 110 120 130 140 150 160 itO 180 190 2(ib 210 22o' 230 240 250 260 270 280 20O 300 


214222 244 259 


288 


Abundance 


80 i 


82 


W29: COCAINE' 


182 


60 i 

40^ 

20 ; ^2 


94 


105 


51 


I O-Ji-t- 

.nn/z--> 40 


68 


198 


272 


303 


Mj j 122 

_ iiJ N4 135 ■; 214222 244 259.. 

50 60 70 80 90 ibb lio 120 130 l4b 16^l60 170 180 190 200 2-io 220 2^0 24o "250 2^0 270 280 290 300 


789430.D 


Fri Nov 18 10:17:00 2011 


Page 2 
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Area Percent / Library Search Repor-t 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

D:\SYSTEM4\05_24_11\789441.D 

DCS 

24 May 2011 22:55 

BLANK 

1 

CLONAZ 

RTF 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


789441.D Fri Nov 18 10:17:56 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\05_24_11\789442.D 

DCS 

24 May 2011 23:09 

CLONAZEPAM STANDARD 

42 

CLONAZ 

RTE 


Abundance TfC: 7894i2.D 

; 

; 150000 : 


100000i 

i 

50000; 


. -nr--. , . 

iTime-> 2,00 2.50 

ioo ’ 3.50 ’4.^' '4.50’ 5.00 ’ 

' 5.56 aoo 6.50 7.00 7.ho 8.06 8.50 9.00 9.60 10.00 

Ret. Time 

Area 

Area % Ratio % 

6.595 

320949 

100.00 100.00 


789442.D 


Fri Nov 18 10:18:01 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\05_24_11\789442.D 

DCS 

24 May 2011 23:09 

CLONAZEPAM STANDARD 

42 

CLONAZ 

RTE 


Search 

Libraries: C:\DATABASE\SLI 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98,L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


6.60 C:\DATABASE\PMW_T0X2.L 
Clonazepam 

Clorazepate-M/artifact AC 
Estradiol 2AC 


001622-61-3 99 
000000-00-0 9 
003434-88-6 1 


Abundance 

i I 


80 i 


60; 


40 i 


201 


75 


51 63 


4? ii; 


Averag^6r6:5421o-6.669 min'. :~7mW2:D (-) 


234 


89 


102 


125 


111 


138 


151 


!i 163 


177 


205 

i 


191 


252 

222 j: I, 


290 


268 




314 


298 


Wz-> ^ 4^0^ 50 60' 7 b bo lb'130 lib 150160^170 lib ibb 260^10 220 2^0 2 ^ 25 b ^0 2}o_2bbSblbo 310 

#4 54’rCT6n8z#am ' ^“1574 


iAbundance 


80 


280 


314 


60 


40' 


20 , 


Wz--> ^ 40 50 60 70 80 90 100 110 120 lio 140’l50 160 170 180 l90 26 b 210 220 230 240’250 260'270 *2^^^ ' ) 


76 


62 


89 


151 


177 


205 


234 


252 


268 


: #9 


789442 .D 


Fri Nov 18 10:18:01 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM4\05_24_11\789443.D 

Operator ; DCS 

Date Acquired ; 24 May 2011 23:23 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: CLONAZ 
Integrator : RTE 


Abundance 

i 20001 

; 15001 

I lOOOi 

; 500; 

: rK 

I o'i, J I 

Jjme-> 2.00 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


789443.D Fri Nov 18 10:18:05 2011 Page 1 


Folk OIG PRR 028035 


















Area Percent / Library Search Report 


Information from Data File: 

File Name ; D;\SYSTEM4\05_24_11\789444.D 

Operator : DCS 

Date Acquired : 24 May 2011 23:37 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMeth: CLONAZ 
Integrator : RTE 


Abundance TIO: 7894441) 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


789444.D Fri Nov 18 10:18:08 2011 Page 1 


Folk OIG PRR 028036 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM4\0 5__24_11\789445 .D 
DCS 

24 May 2011 23:51 



Abundance 
' 250000: 


200000: 

1500001 


6|61 


I 100000 
I 50000 


mme-> 2,00 2,bo 3.bo 

a.bo ' 4.60 '4.5b '5.00 

5.50 6.00 6.bo 7.00 7.50 ' 8.00' ' 8.50 ' 9.00 9.50 1o!oo' ’ I 

Ret. Time 

Area 

Area % Ratio % 

6.606 

535662 

100.00 100.00 


789445.D 


Fri Nov 18 10:18:12 2011 


Page 


Folk OIG PRR 028037 








Area Percent / Library Search Report 


Information from Data File: 


File Name 

D;\SYSTEM4\05 24 ll\789445.D 


Operator 

DCS 


Date Acquired 

24 May 2011 23:51 


Sample Name 



Submitted by 

ASD 


Vial Number 

45 


AcquisitionMe th 

CLONAZ 


Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 

1 6.61 C:\DATABASE\PMW TOX2.L 



Clonazepam 

001622-61-3 99 


Clorazepate“M/artifact AC 

000000-00-0 9 


Terfenadine AC 

000000-00-0 9 

Abundance 

Average of 6.537 to 6.685 inTin.:7B9445.D (-) 

2^0 



J 314 i 

80! 

1 


1 i 


6o; 


234 1 1 


75 

1 : i h i: 


40: 

201 

0 


89 


51 63 


102 


161 

i 


177 


125 

111 138 


205 


268 


164 :• 


42 


I 

" 40 5(0 60 7(0 8b 9b l6o 110 120 130 140'l50 16^170 180 190 200 210 2^0 230 240 250 260 270 280^0 3b0 3-lo 


i I 


191 


252 


h ^j39 


Jj !ii:i ....... 

1 • -IH' : i-llVf. 4^-' 


222 


!^f>3 


. 298 

b i i'j lTV|Y'--:--HTE . I 41- , 


Abundance 


80 i 


1?4'54: Clonazepam 


p-|574 


280 


314 


60; 


40 i 


20 : 


m/z-> 40 ' 50 60 7b 80 90 100 ll0'l20 130 140 ibO 160 itO ibo ibo 20^210 220 230 240 260 2b0 ^ I 


62 


76 


: . 4 , . 


89 


151 


177 


205 


234 


^ I 


268 


252 


I 259 

i jlij; 


789445.D Fri Nov 18 10:18:13 2011 


Page 2 


Folk OIG PRR 028038 































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\05_24_11\789446.D 

DCS 

25 May 2011 00:05 

BLANK 
ASD 
1 

CLONAZ 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


789446.D Fri Nov 18 10:18:16 2011 


Page 1 


Folk OIG PRR 028039 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\05_24_11\789447.D 

DCS 

25 May 2011 00:19 

BLANK 
ASD 
1 

CLONAZ 

RTE 


Abundance 


Tic;7eg2r47:D' 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


789447.D 


Fri Nov 18 10:18:19 2011 


Page 1 


Folk OIG PRR 028040 














Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Abundance 
i 150000: 


100000 


50000 


T!me-'> 2.00 2.50 

3.00 3.50 ’4.bo ' 4 . 50 ' ibo' 

5.^6 6.ho ’ ’ eio 

7.00' 7ho 9.06 ’ ’aso' 

Ret. Time 

Area 

Area % 

Ratio % 

6.588 

310063 

100.00 

100.00 


789448.D Fri Nov 18 10:18:23 2011 Page 


Folk OIG PRR 028041 



TIC: 789448.0 
6159 


Data File: 

D: \SYSTEM4\05__24_11\789448 .D 
DCS 

00:33 

ASD 

48 

CLONAZ 

RTE 











Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\05_24_11\789448.D 

DCS 

25 May 2011 00:33 


ASD 

48 

CLONAZ 

RTE 


Sec>rch Libraries: 


PK# RT 


C:\DATABASE\SLI 
C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


6.59 C:\DATABASE\PMW_TOX2.L 

Clonazepam 

Clorazepate-M/artifact AC 
Terfenadine AC 


001622-61-3 99 
000000-00-0 9 
000000-00-0 9 


Abundance 


80: 


Average of rmn.:789448.D‘ (-). 


280 


314 


60^ 


234 


75 


40 

89 

' 63 

li 

20; 1 1 

J; 

42, ::i ;il 



151 


102 


125 

-I'll 138 


177 


:! 


205 


163 191 

!i, Ui 


I 

■■■ ;'Nr 


268 


252 


iJh 


298 ;l,i 


;m/z-> 40 50 60 70 80 90 lOO 110 1^0 130 140 150 18 Q 170 180 lOO 20O 210 2 20 23 0 240 250 260 2tQ 28Q 290 36 q '310 

1^454 :"Cfbnazepam.P1574 


Abundance 


80 


60 


40 


20 


0 


2^0 


314 


234 


76 


62 


89 


151 


177 


205 


! j 


268 


i 252 


289 


mlz-> 4b 50 60 70 80 90 l6o 110 120 lb0 140 150 160 170 180 lb0 200 210 220 230 240 250 260 2io 280 200 300 310 
789448.D Fri Nov 18 10:18:23 2011 Page 2 


Folk OIG PRR 028042 
































Area Percent / Library Search Report 


Information from Data File: 

File Name ; D:\SYSTEM4\05_24_ll\789456.D 

Operator : DCS 

Date Acquired : 25 May 2011 2:24 

Sample Name : BLANK 

Submitted by : 

Vial Number : 2 

AcquisitionMeth: CLONAZ 
Integrator : RTF 


Abundance TFCTTSSISB.D 



Ret. Time Area Area % Ratio % 

***M0 INTEGRATED PEAKS*** 


789456.D Fri Nov 18 10:18:31 2011 Page 1 


Folk OIG PRR 028043 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\05_24_11\789457.D 

DCS 

25 May 2011 2:38 

CLONAZEPAM STANDARD 

42 

CLONAZ 

RTE 


Abundance 


6160 


200000; 

150000: 

100000 ’ 

50000; 


0 ’'“:' .. —y-r-T-r--.-,-r 

iTime-> 2.00 2.50 3.00 3.50 

4.00 " 4.56 's.bo^ 

5.50 ' 6.00 6.50 

' 7 . 00 ' ' 7.50 8 , 00 ' '8,50’ 9^ 

Ret. Time 

Area 

Area % 

Ratio % 

6.598 

461935 

100.00 

100,00 


789457 .D 


Fri Nov 18 10:18:35 2011 


Page 


Folk OIG PRR 028044 









Area Percent / Library Search Report 


Information from Data File: 



File Name 

D:\SYSTEM4\05 24 ll\789457.D 



Operator 

DCS 



Date Acquired 

25 May 2011 2:38 



Sample Name 

CLONAZEPAM STANDARD 



Submitted by 




Vial Number 

42 



AcquisitionMeth 

CLONAZ 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS# 

Qual 


6.60 C:\DATABASE\PMW_T0X2.L 
Clonazepam 

Clorazepate-M/artifact AC 
Terfenadine AC 


Abundance 


801 


Average of'6:54Dlo'676Wmin.:7^^^ 


001622-61-3 

000000 - 00-0 

000000 - 00-0 


2?0 


98 

9 

7 


314 


60: 


40; 


20 i 


234 


75 


89 


51 63 


102 


151 


177 


205 


125 


; n' - iC M: i :ii 'r i;i , s ' i, i ' ii l ir i; 298 

:ni/z-> 40 5'd 60 70 80 90 100 110 l20 130 140 150 ido 170 180 ido 200 2l0 220 230 240 250 260 270 280 290 300 i 


:i 

Ji :i 


138 


268 


I C 191 


252 


|09 


222 : P3 ; 


Abundance 


80, 


#454: Cfbnazepam 


■pT5r4 


2^0 


310 


314 


60 i 


40 


20i 


234 


76 


89 


151 177 


205 


268 


62 


252 


^09 


:i : 


m/z-> ° 40 50 60 70 8b 90 100 110 120 130 140 150 160 i?0 180 190 2602-10 220 230 240 250 260 270 200 200 300 310 


789457.D 


Fri Nov 18 10:18:36 2011 


Page 2 


Folk OIG PRR 028045 




























